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TAGS: AFAC, ABLD, ASEC 

SUBJECT: STATE COMMUNICATION FACILITY 

1 . THE DEPT IS PRESENTLY DEVELOPING ENGINEERING DRAWINGS 
AND SPECIFICATIONS REFLECTING A RECENT DECISION TO INSTALL 
A COLLINS HF RADIO-TELETYPE FACILITY IN BAGHDAD WHICH WILL 
BE OPERATED AND MAINTAINED BY STATE DEPT PERSONNEL. THE 
FACILITY IS INTENDED TO OPERATE INTO THE RRF FACILITY IN 
ATHENS. THE EQUIPMENT AND INSTALLATION MATERIALS WILL BE 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 310146 

AIR SHIPPED AS SOON AS FEASIBLE. 

2. THE EQUIPMENT WILL BE INSTALLED IN A PORTION OF ROOM 4 
AS SHOWN ON DRAWING D531 1.06-F-01A-X. IT IS BELIEVED THAT 
LOCATING THE EQUIPMENT IN ROOM 4 WILL ALLOW FOR A MORE 
FUNCTIONAL WORKING AREA FOR THE COMMUNICATOR SINCE ROOM 4 
IS IN PROXIMITY TO THE C&R SIDE OF THE SHIELDED ENCLOSURE 
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AND TO THE SERVICE WINDOW AREA. 

3. THE SEABEE TEAM ARRIVING IN IANUARY TO INSTALL THE 
CHILLED WATER A/C SYSTEM IN THE ENCLOSURE HAS BEEN TASKED 
WITH INSTALLING AN ADDITIONAL WINDOW-TYPE AIR CONDITIONING 
UNIT IN ROOM 4 WHICH WILL BE REQUIRED TO COOL THE ADDITION- 
AL RADIO EQUIPMENT. LIKEWISE, THE TEAM WILL INSTALL AN 

ADDITIONAL PENETRATION IN THE ROOF TO ACCOMMODATE THE 
ANTENNA CABLING. THE POST IS TO PROVIDE THE ADDITIONAL 
AIR CONDITIONER. IF ONE IS NOT AVAILABLE IN STOCK. POST 
MAY CONSIDER BORROWING AN A/C UNIT FROM ROOM 9 OF THE CCC 
AND REPLACING IT AT A LATER TIME. 

4. THE DEPT IS AIR SHIPPING ONE ADDITIONAL FAN COIL UNIT 

FOR ROOM 25 OF THE CCC WHICH WILL OPERATE FROM THE CHILLED 
WATER A/C SYSTEM BEING INSTALLED BY SEABEES. SEABEES WILL 
INSTALL FAN COIL UNIT. 

5. PLEASE ADVISE IMMEDIATELY IF AN ACETYLENE TORCH IS 
AVAILABLE LOCALLY FOR USE BY SEABEES TO CUT THROUGH 
STEEL PLATING IN ROOM 4 WHEN INSTALLING THE ADDITIONAL 
WINDOW-TYPE A/C UNIT. 

6. ADVISE IMMEDIATELY WHETHER ETHYLENE GLYCOL IS AVAILABLE 
LOCALLY FOR USE IN CHILLED WATER A/C SYSTEM. 25 GALLONS 
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WILL BE REQUIRED. CHRISTOPHER 


CONFIDENTIAL 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 30-Dec-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE310146 

Document Source: CORE 

Document Unique ID: 00 

Drafter: E:BSKOFFMAN 

Enclosure: n/a 

Executive Order: X2 

Errors: N/A 

Expiration: 

Film Number: D780003-0317 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977123/aaaaacbt.tel 

Line Count: 95 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: f22f49fe-c188-dd1 1-92da-001cc4696bcc 
Office: ORIGIN OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 17-Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 154179 
Secure: OPEN 
Status: NATIVE 

Subject: STATE COMMUNICATION FACILITY 
TAGS: AFAC, ABLD, ASEC 
To: BAGHDAD KARACHI MULTIPLE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/f22f49fe-c188-dd11-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



